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Message Text 



CONFIDENTIAL 

PAGE 01 STATE 089139 

73 

ORIGIN OC-06 

INFO OCT-01 ARA-10 ADP-00 CCO-OO OCL-OO SY-10 FBO-01 /028 R 

DRAFTED BY OC/ S: RRAPIER: RR 
5/8/73 EXT 22013 

APPROVED BY A/ OC: WENAEHER 
A/ OC- ARA/ RCO: ELPETERS 
OC/L: SROGALA ( SUBS) 

A/ SY/ FO: HKROHN ( SUBS) 

ARA/ EX/ MGT: IMCKINLEY ( SUBS) 

029063 

R 101957 Z MAY 73 
FM SECSTATE WASHDC 
TO AMEMBASSY ASUNCION 
INFO AMEMBASSY BUENOS AIRES 
ATO WASHDC 

CONFIDENTIAL STATE 089139 

BUENOS AIRES FOR RSO 

E. 0.11652: GDS 
TAGS: ACOM 

SUBJ: CCC RENOVATIONS/ SHIELDED ENCLOSURE INSTALLATION 

REF: A. STATE 80008 
B. ASUNCION 1675 

1. FUNDING DATA FURNISHED BY REFTEL A. 

2. REGRET ADVISE CCC RENOVATIONS AND ENCLOSURE INSTALLA- 
TION MUST BE DELAYED. PRESSING PRIORITY REQUIREMENTS 

AT OTHER OVERSEAS LOCATIONS HAVE PREEMPTED CURRENT 
RESOURCES. 

3. ANTICIPATE SEABEES BEING AVAILABLE LATE 1973 ON 
COMPLETION SEVERAL OTHER PROJECTS. EMBASSY MAY PROCURE 
RENOVATION MATERIALS AND STORE ON THAT ASSUMPTION. GFE 
MATERIALS WILL BE PROCURED AND SHIPPED AS PLANNED. 
CONFIDENTIAL 
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4. EMBASSY WILL BE NOTIFIED IN EVENT SEABEES BECOME 
AVAILABLE SOONER AND WORK CAN PROCEED. ROGERS 



CONFIDENTIAL 

NMAFVVZCZ 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** CONFIDENTIAL 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ACOM 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 MAY 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: garlanwa 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE089139 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RRAPIER: RR 

Enclosure: n/a 

Executive Order: GDS 

Errors: n/a 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9730541 /aaaaisws. tel 

Line Count: 66 
Locator: TEXT ON-LINE 
Office: ORIGIN OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: A. STATE 80008, B.ASUNCION 1675 
Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15-Jan-2002 by boyleja>; APPROVED <22 FEB 2002 by garlanwa> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> mcm 980126 

Subject: CCC RENOVATIONS/ SHIELDED ENCLOSURE INSTALLATION 

TAGS: ACOM, n/a 

To: ASUNCION 

ATO WASHDC 

BUENOS AIRES 

Type: TE 
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